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ERFGRMANCE MSN 6066 NCLCMSi 


QDXNCH TECH PEEDMC1 

1, TRACK !• FORMAL SCAN, NORMAL NOISE LEVEL UM f GOOD HJTERCHTS* 

2, TRACK 2s NOBS LEVEL LOW. EWELL TIMES ONLY HOfflKTABY, mmmVG GOOD 
INTERCEPT READOUT. SCAN ERRATIC FOR 1.5 HRS APTER TAKEOFF, THEN NORMA I, UNTIL 
1 HR BEFORE LANDING WHEN SCAN AGAIN ERRATIC . 

3„ TRACK 3g NOISE LEVEL LOW, DWELL TIME 10-15 SECS. VOXCA GOOD QUA LEFT, MANY 
INTERCEPTS. SCAN REPORTED AS ERRATIC . 

ANALYZED GS3 TAPE FCR KSN 6066, AMD SUPPORTED 


4, HQS COMMENT! FIX, 


CCMQCNTED ON 
CONTINUING 


CONTENTION THAT SCAN ALL TRACKS NORMAL. 3E? IK FACT, 

THE FINE QUALITY ACHIEVED USING THE NEW MMM 490 TAPE IN TH»[ 

ATTEMPTS RESOLVE NATURE 08 CAUSE OF "ERRATIC SCAN". 

STL TECH aasaaa REP TO QDXNCH 2? SEPT INVESTIGATE POSSIBILITY OF MALFtMGGGjKINU 
READOUT EQUIPMENT, WILL ADVISE. 
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